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Enclosure (A) is a firm CPFF cost estimate for a task iden- 
tified as Task Order No. 6 to Contract AF33(657)-12673. Enclo- 
sure (B), report number 62-403, dated 27 December 1963, is the 
test plan for Task Order No. 6. This estimate and test plan are 


submitted to cover the added task as agreed upon in a technical 


25X1 A 


discussion between your 
on 18 December 1963. 


and our 
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